ELEVATION

West side

The ornamental pillar in the south-west is higher than all

other sides which is as per Vaastu.

Some of the doors and windows shown in the plan ai: not

according to Vaastu.   They have to be altered as per

Vaastu without causing much, inconvenience.

The puja room should have an opening in the north-east.

It should not be closed as shown in the plan.

Verandah in place of Puja and Puja in place of Verandah

would be still better.
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